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FIRST  ROW
(left  to   right):
Jean  Wyngarden
Marjorie  Wallace
Ann  Stone
Helen   Shaw
Norma Jeanne Williamson
Cookie Trigo
Dorothy Weigandt
Merle Rutledge
Margaret  Wyrick
Allie Simmons
Violet Rutledge
William Wyatt
SECOND ROW:
Bobby Raines
Richard Steward
Katherine Shultu
Jea'n  Sever
Shirley  Stolz
Marjorie  Walker
Goldie Ryman
Francis   Rourke
Katheryn Tsacrios
Marion Reddick
Archie  Young
THIRD, ROW:
Dick   Schofield
Wallis  Skinner
Wilma  Woodruff
Corrine Wilkinson
Joyce  Stettner
Phoebe  Stokes
Lucille  Woods
Eloise Rakestraw
Edwina  Wilson
Willie Taylor
FOURTH ROW:
Jeff Smith
Fred  Wilder
Robert Thurman
Ernest  Terry
Richard Thomas
Jerry Taylor
Wayne  Scofield
Gilbert  Wingate
Fred Young
FIFTH    ROW:
Harlan   Ware
Norman   Zeliff
Claude   Rigsby
Clyde Rigsby
Coolie  Reynolds
Don Wakeling
Jimmie  Sharon
Leonard Stearns
Those not in the picture are:
Frances  Sansbury
Paul  Seavy
Charles Speight
William  Strack
Martha Whitaker
Cortez Williams
Carrol Youngblood
Mark   Zeiler
Phoebe Stone
Joe   Strawn
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